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E.O. 1 1652: N/A 
TAGS: BEXP, HU 

SUBJECT: LIAISON BETWEEN MEDICOR AND THE HEALTH INDUSTRY 
MANUFACTURERS ASSOCIATION (HIMA). 

1. INFORMED MR. BREYEOGLE, VICE PRESIDENT OE HIMA (1666 
K STREET N.W., WASHINGTON, D.C.) OF MEDICOR'S DESIRE TO 
ESTABLISH LONG-TERM CONTACTS FOR THE PURPOSE OF FACILITATING 
TRADING OF U.S. AND HUNGARIAN BIO-MEDICAL EQUIPMENT: BREY- 
FOGLE ADVISES THAT A MEETING OF THE ASSOCIATION’S EXECUTIVE 
COMMITTEE IS SCHEDULED FOR MARCH 14, TO ESTABLISH AN INTER- 
NATIONAL SECTION WHICH WILL DEAL WITH IMPORT AND EXPORTS 

OF BIO-MEDICAL EQUIPMENT. FOLLOWING THE MEETING THE 
ASSOCIATION WILL CONTACT MEDICOR TO INVESTIGATE COMMON 
INTERESTS. 

2. KINDLY ADVISE E. LIPSCHER, TECHNICAL DIRECTOR OF 
MEDICOR (TELEPHONE 494-779, 495-130) OF ABOVE. KISSINGER 
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